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VIIL An Experiment made at Gi;efliam~Co!lege r 
Jheming that the feemingly Spontaneous dfcentwn of 
Water tn Small Tubes open at both ends is the fame 
in Vacuo as in the open Air v (ByAffVx. Hanksbee^ 
E ^ & 

1 Took three pieces of fmall Tubes of Different bores, 
and fixt them in a piece of Cork direftly Perpen- 
dicular , with their Lower Orifices as nicely even as 
I could. The fame Cork I likewife fatten a to a Wire, 
which pafs'd through (orae Collars of Leather, included 
in a Box on the Upper Plate of the Receiver ^ by 
which means , I could at pleafure elevate or deprets 
the Tubes without any danger of the Air's Infinuation, 
(See Fig. 4.) Thus prepaid., and ting'd Water fet on 
the Plate, the frnali Tubes (which never had been wet* 
fed ) were drawn to the upper parr of the Heceiverby 
the prernention'd Moveable Wire. Then the Air- being 
withdrawn, the Tubes were caus'd to defcend ( by the 
fame Wire as drew them up) till their lower ends were 
plungd juft under the furface of the ting'd Liquid 3 
where they no fooner were, but the Water rofe in each 
of them a coniiderable height above its furface in the 
Glafs, and higher in the fmaller Tubes than the larger j. 
and would retain fuch a quantity as voluntarily arofe in 
them, (ifT may call it fo, ) notwithftanding their low- 
er Orifices were drawn out of the Water, Upon letting 
in the Air again they continued juft the lame as in Vacuo. 
{.found by plunging Tubes of feveral fizes in the ringci 
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liquid, that fo much of the Liquid would remain fuf- 
pended in them, when taken our of it, as it would in 
fuch Tubes when plung'd be Elevated above the furface 
of the Stagnant fluid; I have likewife fiace obferv'd, 
upon bending fome fmall Tubes by the flame of a Can- 
dle, in manner of Syphons, that it would require the 
Orifice of the longer Leg to be at leaft fo far below the 
furface of the Stagnant Water, as that Water in the fame 
Tube would fpontaneoufly afcend in it, before it would 
run. 
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I&ndon^ Printed for Sam. Smith and Benj. Watford, Printers 
to the Royal Society, at the PraWs Arms in St Pant's 

Church-yard, 1706* 
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